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LIMITED OFFICIAL USE TOKYO 1967 

E.O. 11652: N/A 
TAGS: TECH, US, IA 

SUB J : AEC REPORTS ON REACTOR REGULATORY PROGRAM 

REFTELEX 0376 DATED FEB 7 FROM FRIEDMAN TO HELFRICH WHICH GAVE 
ANSWERS TO IAPANESE QUESTIONS ON SUBIECT REPORTS. AEC SCIREP 
GAVE COPIES OF Q'S AND A'S TO IHARA, IAEB DEPUTY DIRECTOR- 
GENERAL, AS WELL AS TO TANAKA. THESE REPORTS NOW BEING 
RAISED AS ISSUE IN DIET DELIBERATIONS. JAEB WOULD LIKE PRO- 
VIDE ANSWERS CONTAINED REFTELEX AS OFFICIAL AEC POSITION. 
THEREFORE, WOULD LIKE KNOW IF THEY REPRESENT OFFICIAL AEC 
POSITION THAT CAN BE RELEASED TO DIET AS SUCH OR IF THEY ARE 
ONLY FOR BACKGROUND INFO? 

SHOESMITH 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MEETING REPORTS, NUCLEAR REACTORS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 FEB 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: morefirh 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974TOKYO01967 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: TOKYO 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740234/aaaabgaf.tel 

Line Count: 44 
Locator: TEXT ON-LINE 
Office: ACTION SCI 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 

Reference: ELEX 0376 DATED FEB 7 FROM FRIEDMAN, TO HELFRICH WHICH GAVE 

Review Action: RELEASED, APPROVED 

Review Authority: morefirh 

Review Comment: n/a 

Review Content Flags: 

Review Date: 30 JUL 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 JUL 2002 by kelleyw0>; APPROVED <30 JUL 2002 by morefirh> 

Review Markings: 
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Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: AEC REPORTS ON REACTOR REGULATORY PROGRAM 
TAGS: TECH, US, JA 
To: n/a 
Type: TE 
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